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e CONFIDENTIAL | @ 


20 November 1978 


THROUGH : Deputy to the Director for Collection Tasking 
FROM + Presidential Briefing Coordinator a 
SUBJECT ° : Presidential Briefing on Technical 


Collection Comparison . 


1. On 13 November 1978 the Director briefed the President on 
Technical Collection Comparison. There were a number of questions asked 
during the Braering and the OCI eigdahe the briefing was useful. 

2. The Dindt toe has asked me to relay his thanks to you for your 
work in preparing this briefing. He views such briefings as one of his 
most important. responsibilities as Director of Central Intelligence. 


as 
rg 


cc: Addressee's 0/P File 
Addressee's CT Admin 


he AAD Mee S aL ALANS A Carll tate Sh reelntee et tl eee te oe anette RS 


 B sess Bee. ae. barost thay GBYABL 


CONFIDENTIAL 
Approved For Release 2002/05/07 : CIA- RDP81B00401R002500080003- 7 


